112    DOCKETED ITEMS

9005150241 Expresses appreciation for efforts by util for recent site visits by clerical &
administrative staff of NRC.T Scharein found extremely polite & attentive & ensured
that groups stayed on schedule.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 90/05/09.
CLAWSON.C. General Public Utilities Corp. - GPU Service Corp. 1p. 53826:309-
53826:309.

I. Financial information

9005070058 "1989 Annual Rept." W/900430 Itr.

HOCH.S.H., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/12/31.
105pp. 53764:079-53764:183.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
o. of New York, Inc. 128pp. 53601:001-53601:130.

ed Edison Co.

9005010248 Forwards results of post-lower  head  sampling  program  cleanup on
900302,including results of Mar 1990 video insp, updated criticality analyses & clarifi-
cation of several defueling completion rept items discussed w/NRC.
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 90/04/12. Document
Control Branch (Document Control Desk). 17pp. 53667:304-53667:320.

9004270299 Advises of departure of final shipment of defueling canisters containing
TMI-2 core debris & requests that 60-day requirement for NRC notification of transi-
tion to Mode 3 be set aside & plant be allowed to transit to Mode 3.
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 90/04/20. Document
Control Branch (Document Control Desk). 2pp. 53652:001-53652:002.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005020224 Informs Commissioners of successful recovery of specimens from TMI-2
reactor vessel & preliminary results from exam of one of samples recovered from

TAYLOR.J.M. Ofc of the Executive Director for Operations. SECY-90-149. 90/04/25.
8pp. 53875:092-53875:099.

9005020252 Offers no objection to util transiting plant from Mode 1 to Mode 2 on
900426 & from Mode 2 to Mode 3 on 900427 based on review of criticality
analysis.defueling records & video insp tapes.

STOLZ.J.F. Project Directorate I-4. 90/04/26. ROCHE.M.B. General Public Utilities
Corp. - GPU Service Corp. 2pp. 53716:253-53716:255.

9005030018 Forwards Amend 38 to License DPR-73 & safety evaluation. Amend modi-
fied Tech Specs to allow consolidation of TMI-1 & TMI-2 radiological controls depts
into site organization.

MASNIK.M.T. Project Directorate I-4. 90/04/26. ROCHE.M.B. General Public Utilities
Corp. - GPU Service Corp. 7pp. 53701:273-53701:288.

-9005030021 Amend 38 to License DPR-73,modifying Tech Specs to allow consolida-
tion of TMI-1 & TMI-2 radiological controls depts into site organization.
STOLZ.J.F. Project Directorate I-4. 90/04/26. 4pp. 53701:280-53701:283.

-9005030023 Safety evaluation supporting Amend 38 to License DPR-73.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/26. 5pp.
53701:284-53701:288.

9005070062 Informs that modified requirements of Generic Ltr 90-03 will not be imple-
mented because generic Itr not applicable to TMI-2 in recovery mode.
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 90/04/30. Document
Control Branch (Document Control Desk). 2pp. 53777:356-53777:357.

9005110137 Requests that NRC provide formal guidance or revised regulations for
10CFR26, "Fitness for Duty." Exemption request for persons unable to provide urine
specimen due to medical reasons inappropriate at present time.
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 90/05/01. Document
Control Branch (Document Control Desk). 1p. 53798:184-53798:184.

9005080117 Advises that util performed annual review of defueling water sys cleanup
technical evaluation rept & determined that rev not required,per NRC 820204 request.
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 90/05/02. Document
Control Branch (Document Control Desk). 1p. 53785:356-53785:356.

9005230219 Forwards agenda for NRC Region I Radiation Protection Managers Confer-
ence on 900523-24 in King of Prussia,PA.

KNAPP.M.R. Region 1, Ofc of the Director. 90/05/02. ROCHE.M.B. General Public
Utilities Corp. - GPU Service Corp. 6pp. 53915:344-53915:349.

9005110056 Summary of 900327-28 meetings w/util & BNWL in Richland.WA re license
defueling completion rept. Lab concluded that licensee analysis conservative in all
areas.except enrichment level of fuel.

MASNIK.M.T.   Project  Directorate   I-4.   90/05/08.   Project  Directorate   I-4.   11pp.
53813:318-53813:328.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,Item 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co, of New York, Inc. 138pp, 53903:092-53903:277.

9005240217 Advises that rev to facility annual update of waste handling & packaging
facility technical evaluation rept not required.

ROCHE,M.B. General Public Utilities Corp. - GPU Service Corp. 90/05/18. Document
Control Branch (Document Control Desk). 1p. 53920:357-53920:357.

Q. Inspection reports, IE Bulletins & correspondence

9005010248  Forwards  results of post-lower head  sampling  program cleanup on
900302,including results of Mar 1990 video insp, updated criticality analyses & clarifi-
cation of several defueling completion rept items discussed w/NRC.
ROCHE.M.B. General Public Utilities Corp. - GPU Service Corp. 90/04/12. Document
Control Branch (Document Control Desk). 17pp. 53667:304-53667:320.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl,
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpotnt."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031. "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cernent Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005160212 Informs of proposed 900620-21 workshop in King of Prussia.PA to promote
better understanding of NRC insp program.Author anticipate that participation will in-
clude site mgt & senior nuclear executives,at levels similar to Apr 1989 workshop.
KANE.W.F. Region 1, Ofc of the Director. 90/05/04. HUKILL.H.D. General Public Utili-
ties Corp. - GPU Service Corp. 4pp. 53877:166-53877:169.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037. "Sheared Pinion Gear-to-Shaft Keys in Lirnitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005040017 "1989 Annual Radiological Environ Monitoring Rept for TMI." W/900430
Itr.

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 89/12/31.
MARTIN.T.T. Region 1, Ofc of the Director. 198pp. 53725:152-53725:349.

9004260200 "Monitoring Around TMI Stations for 900114-0203." No alarm reading oc-
curred during reporting period.W/900312 Itr.

BAKER.D.M. Three Mile Island Citizen's Monitoring Network. 90/02/03. PASCIAK.W.
Region 1, Ofc of the Director. 16pp. 53615:189-53615:204.

9005020041 Forwards "TMI Nuclear Station 1989 Annual Environ Operating Rept,Part
A:Nonradiological" & "Ecological Study of Susquehanna River Near TMI.Annual Rept
for 1989."

HILDEBRAND.J.E. General Public Utilities Corp. - GPU Service Corp. 90/04/23. Docu-
ment Control Branch (Document Control Desk). 1p. 53689:136-53690:159.

-9005020043 "TM11989 Annual Environ Operating Rept.Part A: Nonradiological."

*  General Public Utilities Corp. - GPU Service Corp. 89/12/31. 12pp. 53689:137-
53689:148.

-9005020044 "Ecological Study of Susquehanna River Near TMI.Annual Rept for
1989."

*  RMC Environmental Services. 89/12/31. 371pp. 53689:149-53690:159.on 1, Ofc of the Director. 90/04/18. CREEL.G.C. Baltimore Gas &
